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TRINITY  CHURCH 

Trinity  Church  in  Newport,  Rhode  Island. 
Porish   organized   in   1698;    first  church   built   in   1701;  Z 
present    church    built    in    1726.     Rightly    hailed    as  a 
"supreme  and  matchless  reminder  of  Colonial  America."  ^ 
Ektachrome  by  Henry  A.  Curtis  ^ 
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